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Luna Island is a small island at the edge oi £ 
the American Cataract separated from Goat 
Island by Bridal Veil Falls. This island is ^ 
usually illuminated at night and the intensity < 
of a million candle-power can well be appre- ^ 
ciated by looking directly across the gorge 3 * 
into the powerful battery of lights which ^ 
have become so famous for the supernatural “ 
effects produced by illuminating Niagara's ~ 
Natural Wonder. 
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H4 _ Night View ot American Falls from Luna Island, showing New Rainbow Bridge, Niagara Falls, N. Y. 
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